STATUTES AT LARGE

SECTION 5: Time effective.-This Joint Resolution shall take
effect upon its approval 'by the Governor.
Approved the 16th day of Feb., 1949
(RI, 89)                   No. 390
AN ACT To Amend Act No. 890 Of The Acts Of The General
Assembly Of South Carolina, 1948, Entitled "An Act To Author.
tie And Empower The Construction And Maintenance Of A Low
Diversion Dam Across Saluda River In Greenville And Anderson
Oounties For The Purpose Of Providing A Condensor Pool",
And Approved April 7,1948, So As To Eliminate Therefrom The
Provision Relative To The Approval By The Chief Of Engineers
And The Secretary Of War Of The United States, As To Location
And Plans Of Dam.
BE IT ENACTED by the General Assembly of the State of South
Carolina:
SECTION 1: Act 890 of 1948 amended-Duke Power Co, con.
struct and maintain dam across Saluda River, Anderson and
Greenville Oounties.-That Section 1, of Act No. 890, of the Acts of
the General Assembly of South Carolina, 1948, entitled "An Act to
Authorize and Empower the Construction and Maintenance of a Low
Diversion Dam Across Saluda River In Greenville and Anderson
Counties for the Purpose of Providing a Condensor Pool", be, and
the same is hereby, amended by striking out all of the second proviso
thereof, which reads as follows:
"'PROVIDED), FURTHER, that the location and plans of said
dam are submitted to and approved by the Chief of Hngineers and
the Secretary of War of the United States before construction is
commenced awl that in alproving plans foi said dam such conditions
and stilplations may be imposed as the Chief of Etgineers and the
Secretary of War may deem necessary to protect the present and
future interest of the United States and the State of South Carolina,"
so that said section, when so amended, shall read as follows:
"Section I : That Duke Power Company, its successors and assigns,
are hereby authorized and empowered to construct and maintain a
low diversion daim across Saluda River, at some point in Greenville
and Anderson Counties, said dam to be constructed and maintained

I No. 389


